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Problem 

Revisions are necessary to conform to new Health Insurance form. 

Tlie following changes are required in the Medical Office Systems program to 
allow correct printing on the newly aco^ted standard Health Insurance 
Claim Form, PC»M IKrA-1500 (4-80). 


Solution 

Change line 1020 of "DLyEMT" and line 1230 of "INSFRMS" according to the 
following: 

(1) After the first pair of % signs insert 4 spaces. 

(2) After 5 # signs delete 1 ^>ace. 

(3) After the last % sign and before the # sign delete 5 ^>aces. 

(4) In BASIC type IOAD"INSFRMS" and make the following changes. 

Old Line: 1190 RaRB=lTD17-I:IPRIimf‘$:NE3(TE:IPRINn!AB(56); 

New Line: 1190 K»E)=lTOl7-I:IPRINTlJ‘$:NE3{TE:IfRINTTA B(54); 

Old Line: 1200 IPRINTUSING"#####.## ####.######.##";TI#... 

New Line: 1200 IPRINTUSING"#####. ##_^####. ## ####. ##" ;TI#... 
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